Hartlepool United v Yeovil Town 20% 
February 2021 


Victoria Park 








Pools 


1 Ben Killip 

7 Ryan Donaldson 
3 David Ferguson 
15 Ryan Johnson 
4 Gary Liddle 

2 Lewis Cass 

6 Mark Shelton 

19 Tom White 

14 Gavan Holohan 
11 Rhys Oates 

29 Luke Armstrong 


22 Tom Crawford, 18 Luke Williams 12 
Joe Grey, 5 Timi Odusina, 9 Mason 
Bloomfield 








Yeovil Town 


1 Adam Smith 

3 Carl Dickinson 
7 Matt Worthington 
9 Rhys Murphy 
10 Jimmy Smith 
18 Albi Skendi 
21 Tom Knowles 
24 Josh Neufville 
26 Max Hunt 

27 Alex Bradley 
33 Reuben Reid 


11 Matt Warburton 14 Michael Kelly 
19 Joe Quigley 31 Max Evans 34 Chris 
Dagnall 





Referee: Dave Richardson 

Assistant Referee: Alex Clark 
Assistant Referee: Jonathon Bickerdike 
Fourth Official: Martin Conroy 





